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-- 


No. 34818 PH EI.--Shri M. L. Sharma on his appointment as Sub -Divisional Engineer has assumed 
charge of the post of P. A. to Superintending Engineer, Public Health Circh , Faridabad with effect from 
10th October, 1971 ( forenoon ). 

J. L. SETHI, 
Chief Engineer , Haryana , 
P.W.D., Public Health Branch , 

Chandigarh 


IRRIGATION AND POWER DEPARTMENTS 


The 6th December , 1971 


No. 9572-2PWII -71/ 35723. - In supersession of Haryana Government notification No. 3083-2PWII-67/ 
12788 , dated 6th July, 1967, and in exercise of the powers conferred by sub -section (1) of section 36 of the Indian 
Electricity Act, 1910 , the Governor of Haryana is pleased to appoint Shri Madan Mohan Goel, as Chief Electrical 
Inspector to Government, Haryana , from the 19th November , 1971 (afternoon ) . 

No. 9572-2PW ( II )-71,35727 .-- In supersession of Haryana Government Notification No. IRR & EL(2 ) 
66 , dated 16th December , 1966 , and in exercise of the powers conferred by sub -section (I) of section 7 of the Punjab 
Electricity Duty Act , 1958 and all uther puwers enabling him in this behalf , the Governor of Haryana is pleased 
to appoint Shri Madan Mohan Goel, Chief Electrical Inspector to Government, Haryana , as inspecting officer to 
inspect the records maintained under section 6 of the said Act throughout the State of Haryana and other areas 
outside the Haryana State which receive electricity generated in the Haryana State . 


P. P. CAPRIHAN , 
Commissioner and Secy . 


TOWN AND COUNTRY PL INNING DEPARTMENTS 

(URBAN ESTATES) 


The 3rd December , 1971 


No.NTLA /LAC ( P )-71 3421 .--Corrigendum - In notification No. NILALAC !( P )-71/3262 , dated the 
23rd November . 1971 , under section 6 of the Land Acquisition ACI, 1894 , regarding Village Abhepur. Hadbast 
No. 370. Tehsil Kalka , District Ambala , published in the Haryana Government Gazette, dated the 30th 

21 

21 
November, 1971 , Part No. I, page 1502 at column 5 , in the 10th line Killa No. " may be read as 

0 
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No. NTLA LAC (P )-71 / 3422. - Corrigendum- !n notification No. NILALAC-( P )-71/3276 . dated the 23rd 
November , 1971, under section 6 of the Land Acquisition Act , 1894. regarding Village Bobar , Hadbast No. 68, 
Tehsil and District Rohtak . published int the Haryana Government Gazette , dated the 30th November , 1971 part 

269 

259 
No. 1, rage 1504 at column No. 5 in the 1st line Killi No. 

may b : read as 
161 13 
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M. L. BATRA , Secy . 


DEPARTMENT OF INDUSTRIAL TRAINING 


The 19th October , 1971 


No. 5967- I -IB (1 ) -30657 .-- On the recommendations of the Haryana Public Service Commission , the 
Governor of Haryana is pleased to make the following appointment from the date mentioned in column 3 below : 


Name of the Officer 


Appointed as 


With effect from 


Shri Prithvi Raj Dhawan 


31st August , 1971 (F.N.) 


Lecturer in Drawing and Design , Govern 
ment Institute of Surgical Instruments 
Technology , Sonepat in the grade of Rs 400 
1.100.on temporary basis till Emergency 
Commissioned Officer candidate is available 
for whom the post is reserved 


M. L. BATRA , Sicy . 


